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ECOdesign 


SEMI-AUTOMATIC DICING SAW 


ADLOT/S 


Revolutionary axis design orientation 
creates the smallest twin spindle Dicing Saw 


EAACCRETECH 


The world’s smallest footprint 


Footprint reduced 40% compared 
with Accretech’s existing machines 


Patented 


Twin-spindle design 


Substantially higher through-put 
resulting in lower CoO 


Cutting quality is improved with 
the new design due to high rigidity 
and low vibration. 


New GUI (Graphical User Interface) 
17 inch LCD Touch Screen 


SEMI-AUTOMATIC DICING saw ADLZOT/S 


BHAD2LOTSS Specifications 


Dimensions (WxDxH) 790mmx790mmx 1900mm 
Operation Touch panel 
X Axis 800mm/sec 
, : Y Axis 300mm/sec 
Maximum Axis Speed rane SOAnISeE 
T Axis Direct Drive 
Work Size Maximum 250mmx250mm 


The Smallest Footprint in the World!! 


Existing Machines 


Footprint 
y Reduced 


40% 


Tokyo Seimitsu Co., Ltd. http://www.accretech.jp/ 


International Marketing Dept. Japan Tel:+81(0)42-642-0381 Fax:+81(0)42-631-5234 


North America Taiwan China 
Accretech America Inc. Accretech Taiwan Co., Ltd. Accretech (China) Co., Ltd. 
(Head Office) Tel: +886(0)3-5531300 Fax: +886(0)3-5531319 (Head Office / Shanghai) 
Tel: + 1-214-459-1688 Fax: +1-214-459-1696 Tel: +86(0)21-3887-0801 Fax: +86(0)21-3887-0805 
(Fremont Office) Malaysia (Beijing Office) 
Tel: + 1-510-344-5411 Fax: +1-510-344-5410 Accretech (Malaysia) Sdn. Bhd. Tel: +86(0)10-8490-4771 Fax: +86(0)10-8447-7010 
(Boise Office) (Head Office) (Shenzhen Office) 
Tel: + 1-208-429-6500 Fax: + 1-208-429-6555 Tel: +60-3-5632-7488 Fax: +60-3-5632-7489 Tel: +86(0)755-25 15-9842 Fax: +86(0)755-25 15-7737 
(Kulim Office) (Chongqing Office) 
Europe Tel: +60-4-493-0082 Fax: +60-4-493-0082 Tel: +86(0)23-6295-5061 Fax: +86(0)23-6295-5060 
Accretech (Europe) GmbH (Chengdu Office) 
(Head Office) Singapore Tel: +86(0)28-8738-2279 Fax: +86(0)28-8738-2279 
Tel: +49(0)89-546788-0 Fax: +49(0)89-546788-10 Accretech (Singapore) Pte. Ltd. (Suzhou Office) 
Tel: +65-6341-6052 Fax: +65-6341-6054 lel: +86(0)512-6265-6436 Fax: +86(0)512-6265-6435 
Korea (Wuxi Office) 
Accretech Korea Co., Ltd. Thailand Tel: +86(0)510-8101-7346 Fax: +86(0)510-8101-7346 
(Head Office / Seongnam) Tokyo Seimitsu (Thailand) Co., Ltd. (Xian Office) 
Tel: +82(0)31-786-4000 Fax: +82(0)31-786-4090 (Semiconductor) Tel: +86(0)29-8886-3499 Fax: +86(0)29-8886-3499 


Tel: +66-2-617-9497, 9498 Fax: +66-2-617-9499 
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